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Treasury Department, 


BUREAU OF THE MINT, 


Washington, D E, March 14 78S 9, 


Hon. Daniel M. Fox, 

Superintendent U. 8. Mint, 

Philadelphia. 
Sats 

Be lieving that it will be impracticable, without a great 
deal of protest, to discontinue the issue of any proof-pieces of 
eoin provided by law, I have coneluded not to make any effort to 
do so, and therefore authorize you to continue the former prac- 
-=tice as to the issue of complete proof-sets for the present 
year, the number of each piece, except in ease of further instrue 
-tions, not to be less than the number coined during the calendar 
year 1888. 

As long as there was a possibility that the discontinuance 
of the coinage of one and three-dollar gold pieces and three-cent 
nickel piece might be provided for by Congress I did not feel it 
justifiable to issue any of these pieces. As Congress has 
adjourned without action in these matters, I have no warrant for 


their discontinuance. 
S Respectfully OUP Ey = 





Direetor- of the Mint. 
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[Abstract:] Has concluded not to make any effort to discontinue the issue of Proof Pieces. 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
March 14, 1889 


Hon. Daniel M. Fox, 
Superintendent U.S. Mint, 
Philadelphia. 


Sir: 


Believing that it will be impracticable, without a great deal of protest, to discontinue the 
issue of any proof-pieces of coin provided by law, I have concluded not to make any effort to do 
so, and therefore authorize you to continue the former practice as to the issue of complete proof- 
sets for the present year, the number of each piece, except in case of further instructions, not to 
be less than the number coined during the calendar year 1888. 


As long as there was a possibility that the discontinuance of the coinage of one and three- 
dollar gold pieces and three-cent nickel piece might be provided for by Congress I did not feel it 
justifiable to issue any of these pieces. As Congress has adjourned without action in these 
matters, I have no warrant for their further discontinuance. 


Respectfully yours, 
James P. Kimball 
Director of the Mint. 


